lest record Tor in-line Tuei-injection pumps 



Customer: 


Order no. 


Warranty coverage requested: □ Yes □ No Accepted □ Yes □ No Fault no.: 


Serial no.: 


Pump no.: 


Pump type designation: 


Assy, no.: 
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S 

X; Delivery scatter: 


Full-load speed reg. 

Torque control 

Engine-speed 

signal 

M PC/RTS 

n 

min 1 

CRT 

mm 

MPC 

[hPA] 

Uact 

[mV] 

n 

min 1 

CRT 

mm 

MPC 

[hPA] 

Uact 

[mV] 

n 

min 1 

CRT 

mm 

MPC 

[hPA] 

Uact 

[mV] 
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Findings 


Company stamp 


Date, signature of checker 


BOSCH 


© by Robert Bosch GMBH, Geschaftsbereich KH, Kundendienst Kfz-Ausrustung, Postfach 410960, 76227 Karlsruhe 























